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The Soviet Commercial ‘lission in Brussels has made inquiries of several 
Welgion optical firms regarding the prices of the following equipment: 


& Surveying equipment. 
3. apparatus for measuring the spoed of eirplanos. 
Co Apparatus for measuring the speed of projoctiles. 


D. Apparatus for interior ballistics studies. This equipment for determin- 
ing the pressure curve must fulfill the following requirements: 


1. It mst measure end register a pressure curve varying from C606 
xe/om® per om. of travel along barrel to a final pressure of 0. 


2. Time durins which pressure increases gauged at about 0.001 of a 
second, 


Se Tolerance approximatoly 1%. 
4, ‘lust include: 
a. 1 piesoolectric pressure cell. 


b. wleotronic amplifier. et aie! ae 


co Oscillograph with photographic attachronty’y . 

d. Oscillator. : 

e. Timing wheel. 

f. Compensation dynamometor. 

fjuxiliary accessories (relays, distribution boxes, cirouit 


valancin,; "wheel" (sic), equipment for measuring berrel~rifling 
grooves). 
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B. <A Kinothoodolite System with two or three positions, a central station 
and en assortment of replaceable parts and accessories, as well as a 
description and instructions. The stations can be similer to those of 

the firm Askenic Werke. 


F. Six phototheodolites to take pictures of objects moving in apace. It 
must be equipped with a light lens having a strength of £6.53 synchroniza- 
tion of the shots mast be at 0.001 of a seconds; and the dimensions of the 
photographic plete must be 13 x 18 cm. It must also be equipped with 
extra parts, a ceseription and instructions for its operation. 
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